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2,40  (t?) 

ATTENDING  VETERINARIAN  AND  ADEQUATE  VETERINARY  CARE  (DEALERS  AND  EXHIBITORS), 

Section  2-40(ti)  - Attendirvg  veterinarian  and  adequate  veterinary  care.  Each  dealer  or  exiiibitor  sfiall  establish  ard 
mainlain  pro^r^ios.  dl  vsierinary  t^ars. 


- There  were  several  wt  of  date  drugs  in  pne  pl  ihe  relrigeralgre.  CKit  gf  data  r^ugs  mi^sf  be  either  labeled  ijr  sigred 
in  a conlaliier  Ihala  labeled  out  of  date  Oruga,  not  for  use  in  regulated  animals,  Conreci  by;  9/1 1 '00 


2,75  (t?)  (1)  repeat 

RECORDS:  DEALERS  AND  EXHIBITORS, 

Section  2.75(b)(1)  - Records,  Every  dealer  shall  make,  keep  ard  maintain  records  -which  lully  and  correctly  disclose 
irilormaLion  cortcarning  aninials  oihar  lhan  dogs  and  cstt. 

- On  previous  inspections  records  were  not  available.  The  records  were  provided  on  this  inspection,  however  3 
ferrets.  1 chinphilla  and  1 hedge  hipg  were  ngt  listed  on  1he  animals  an  hand  Igrm,  bu|  were  ai  Ihps  tacility. 


2,131  (b)  (1)  repeat 

HANDLING  OF  ANIMALS- 

Section  2-131  (b)(1 ) - Employee.  A responsible,  kixiwledgeatole.  and  readily  identiflaJOle  employes  or  attendant  must 
be  preaafit  at  all  liiTiaa.  during  perioife  gl  public  ccnlacL. 

- On  Iasi  inspection  two  bus  loads  ol  students  arrived  ard  were  allowed  to  handle  the  animals  wilhout  a readily 
ideniiliabta  employee  present.  On  this  inapeclign  3 girls  were  [;!bserved  Mvalking  around  and  kigking  a1  thg  animals, 
there  was  not  an  identlllable  amplioyee  present  around  the  farm  animals  and  the  rabbits.  There  Is  nol  a barrier  Fence 
in  these  aneoa  to  prevent  acce^  by  tbe  public.  The  facility  musi  provide  a readily  identifiable  employee  to  observe 
publicj'anintal  linteraclicin  ar«j  praver^t  harm  to  the  animals  .and  Ihe  public  m there  needs  to  be  a barrier  balween  the 
enclosures  and  the  public. 
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3,53  (a> 

PHIUARY  EhICLOSURES, 

Sectton  3.53fa)  - Primary  enpckKunes  shall  be  structurally  sound  and  in  good  repair  lo  proteci  rabbits  from  injury. 

- One  rabbi!  enclosure,  wilh  3 rabbits,  has  Iwo  rips  in  the  rnesh  front  on  the  enctosore.  The  mesh  should  be  repaired 
or  replaced  lo  protect  the  animals  from  injury  and  io  keep  Ihem  in  the  enckjaure.  Correct  by:  '9/1 1.'Q9 


3,75 

HOUSING  FACIUT1ES,  GENERAL,, 

SectkjTi  3.75fc)(1  J - Surfaces.  Must  be  made  of  materials  lhai  allow  them  to  be  readily  cleaned  and  saniiised  or 
reiiiDved  wtien  smlBd. 

- The  irervet  enckjgure  has  a WDqrJen  figor  thaf  is  np.  longer  impenripus  tu  mgigture.  The  Haor  needs  to  t*  eaalod  50 
that  II  can  be  properly  cteaned  and  sanitized.  The  metal  structure  is  also  rusting  at  the  lloor  and  cannot  be  properly 
cleaned  and  sanitized.  The  metal  shouW  t?e  replaced.  Cwrectbyr  9i''ll,^9 


3,78  (t>)  repeat 

OUTDOOR  HOUSING  FACIUTIES. 

Section  3-76<b)  - Shelter  from  the  elements,  Outdoor  bousing  Facilities  must  provide  adequate  shelter  from  the 
elemenlg  at  all  Limea.  lit  must  prrwide  protaolion  Irom  ttie  gun,  rain,  ariow,  wind,  and  cold.  Ttia  ahaller  iiiugL  aafely 
provide  heat  lo  prevent  itie  ambient  temperature  Irom  falling  below  4.5®  F. 

- two  lemurs  ere  in  an  enplggijre  that  does  not  provide  protection  Irom  the  weather  For  the  animals.  The  animals 
naed  to  be  provided  with  appropriate  housing  during  all  the  seasons  of  the  year.  On  the  last  Inspection  a nmale 
capuchin  monkey  was  identified  as  not  having  a house  that  wgg  adequately  heated,  so  Ihis  citation  was  treated  as  a 
repeat. 

3,84  (■c)  REPEAT 

CLEANING,  SANITIZATION,  HOUSEKEEPING,  AND  PEST  CONTROL, 

Section  3. sue)  - Houselteeping,  Buildings  and  surrounding  grounds,  must  be  Kept  dean  and  in  good  repair  to 
1apililate  the  hugberidry  pradioeg. 

- There  is  an  eccumulalipn  of  building  mgleriaig  and  other  debrig  which  providee  a hartoring  place  For  rgdanfs  iFial 
ooukl  potentially  carry  harmful  organisms.  This  area  should  be  cleaned  up  to  reduce  that  harboring  area.  This  area 
has  hgd  soma  iirifrrovement  but  is  Still  not  in  compliance. 

- There  is  an  area  by  the  boars  that  has  an  accumulation  o1  pipe  and  lence  material  and  weeds  that  could  bo  a harbor 
for  nodenis  that  could  potentially  carry  harmful  organisms.  This  area  should  be  cleaned  up  to  reduce  that  harboring 
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area-  TNs  area  is  ovgf  groi^n  with  weeds  and  |f»e  area  still  hag  net  been  cleaned  up  on  ihis  ingpeclien. 


3,125  (a>  repeat 

FACILITIES.  GENERAL 

Section  3.1£&(ali  - Structural  slrength,  Facilities  must  be  congiructed  ar»d  maintained  in  guch  a manner  as  to  protect 
the  animals  Inem  injury  and  Id  Ddnrlain  Iha  animals  cdvarad  under  Subpaii  f. 

- The  top  rail  of  tbe  lence  enclosing  two  tigers  in  tne  SW  enclosure  is  sagging  and  is  unstable  and  could  allow  the 
animals  to  wcape.  The  fence  is  partially  repaired  but  is  not  FinishetJ.  This  item  wag  ir^entified  en  twc  previcus 
inspections  and  has  not  ba«n  oorrecled. 

- The  divider ferioes  between  tbe  tigers  on  the  hill,  look  ungiable.  Mew  posig  were  in  place  on  two  previous 
inspacliorts,  Ptowev&r  tbo  fence  has  not  been  moved  to  these  mere  substantial  poste.  If  lh»a  cals  were  allowed  Id  gel 
together  they  could  injure  tbemseVes  and  each  other.  The  lence  should  be  moved  to  the  sturdier  posts  in  order  to 
protocj  anrl  Donline  Iha  animals. 

- The  divider  fertce  between  two  male  lions  has  been  previously  repaired  but  is  in  need  of  additional  repair  to  prewent 
escape  of  the  animals  arri  potential  injury  Irgm  the  sharp  pointed  wires. 

3,127  (c) 

FACILITIES.  OUTDOOR 

Section  3.127(c)  - Drainage.  A suitaWe  method  shall  be  provided  lo  eliminate  excess  water  tor  animals  covered 
under  Subpart  F. 

- 5 pigg  pre  in  an  enclpwre  that  Ewcumulat-gg  gtgnriing  water.  Wallows  are  apprrjpriate  Ipr  pigs,  but  Ihey  should  nql 
have  to  walk  through  mud  and  water  to  get  a drink  and  to  eat  or  enter  therr  shelter.  The  wallow  should  be  In  a 
specific  location  in  the  enclosure  and  a mechanism  to  drain  excess  water  developed-  Correct  byr  a'l  1.'i09 


3,127  W repeat 

FACILITIES.  OUTDOOR 

Section  3 -1£7(dJ  - Perimeter  fence-  All  outdoor  housing  lacililies  must  be  enclosed  by  a perimeter  fence  that  is  of 
suFFlcieril  haighi  to  heap  unwanted  animalg  -out.  The  lE-nr^e  musl  be  o-origtruded  so  that  i|  prrdlDOl£  Ihe  animals  in  Ihe 
facility  by  restricting  animals  and  unauthorized  persons  Irom  going  ih  rough  it  or  under  it  and  having  contact  with  the 
animals  in  |hpa  Facdity- 

-The  peri  meter  ferice  that  rurs  behind  the  primates  has  megh  panels  that  measure  &X8  and  will  not  keep  unwanted 
animals  from  crawling  through  Iham.  The  lance  should  be  roplacod  so  Ihtal  Lho  mash  is  small  anough  to  pravant 
access  to  the  lacilily  by  unwanted  animals  or  humans,  This  was  ideniilied  on  previous  inspections  and  has  not  been 
cduacjed.  On  this  inspectlDn  a lance  panel  was  Idbse  From  a pest  and  the  Fence  wus  saving;,  Ihe  manager  had  lha 
fence  repaired  during  the  inspection. 

- There  ware  twp  areag  in  the  lower  area  where  gnimalg  cpuld  crawl  under  ihe  perimeter  Fence  - This  weg  IdgntiFlEKl  on 
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the  pnevitHJS  inecectwri  reports,  however  the  area  is  so  over.grown  that  I could  not  lell  if  repairs  were  made  or  if  they 
ware  adeq^ialB. 


3,129  (a>  REPEAT 

FEEDING. 

Section  3-1£9(a>  - Feeding.  The  food  shall  be  wholesome,  palatable,  and  free  from  oonitaminatiDri  and  of  sufficient 
quanLity  and  riutrilivd  value  Id  maintain  all  animals  in  qdod  hdallh. 

- Qn  the  last  linapecliort  report  nurtHrouis  non  compilances  were  identified  lin  relation  fg  Feeding  ifie  animals 
wholesome  Food  that  was  Inee  Irom  contamination.  Those  Hams  looludod  loose  animals  having  access  to  uncovorod 
donuts,  several  bones  ol  vegetables  that  were  being  thrown  awey  and  other  items  that  were  lying  around.  The  pig 
doasnL  appaar  lo  have  access  to  the  area,  bul  Lhe  dogs  and  some  birds  do  have  acceee.  If  Ifk  food  cannot  be  put  up 
immediaJlely  it  should  be  put  in  an  area  that  properly  prcHects  it  From  spoiling  or  being  contaminated. 

- Unopened  bags  were  not  stored  off  ine  floor  and  away  From  the  wall  end  opened  bags  were  not  in  covered 
containers.  Addilional  items  kJentilled  on  Ibe  last  inspection  ifKiuded  lids  For  lF>e  feed  containers  were  left  olf  ol  the 
oorrfairrers  m the  farm  animal  area;  load  brgugfit  qu|  for  kJds  to  feed  lo  Ihie  Farm  animals  was  lefi  sitting  on  the  ground 
Where  the  pig  and  loose  birds  could  get  mto  It.  On  this  Inspection  lids  wofo  partially  on  the  containers,  however  they 
ware  not  t^ht  fining  and  the  bags  that  were  not  opened  were  sitting  on  the  lloor. 

- Equiprnenl  For  yard  upkeep,  buildinp  supplies,  lerllliser,  concrete,  Feeder  mioe  end  rels.  eic.  were  ell  stored  in  e 
building  together  wvth  the  freezers,  reFrigerators,  food  picked  up  from  grocery  stores  was  in  open  boires  On  this 
inspaolian  ihie  reFrigaraiors  and  Ireazers  were  in  a clean  area  and  yard  supplies  were  separated  by  distance  From 
fresh  food  supplies  bang  brought  in  from  the  marfrets,  however  that  food  had  not  been  put  away  and  the  area  that 
the  load  was  in  did  not  have  any  way  lo  prevent  flies  and  rodents  from  getting  lo  the  product  and  contaminating  it. 
Ono  reFngorator  needed  cleanliig  and  several  freezers  were  beginning  te  build  up  frost. 

- The  small  building  referred  to  ss  the  food  prep  building  was  picf<ed  up  and  partially  cleaned^  however  there  were 
dead  flies  end  ents  orewling  ercund  end  the  llcdr  hed  missing  tile,  meking  it  impossible  lo  properly  sanHize  the  eree. 

- On  this  inspection  I lound  a bowl  ol  food  in  the  servals  cage  lhat  was  lull  of  maggo'ts  Food  needs  lo  be  removed, 
eapaci^lly  during  fhe  summer  mgntha,  when  the  animal  doesnt  eol  the  food,  1o  prevent  the  Hiaa  From  blowing  jha  Food 
arvd  to  reduce  the  chance  of  rarrckJ  (ood  from  injuring  lhe  animal. 

3,131  (t?)  repeat 

SAMITATIOM. 

Section  3.131b  - Sanitation  Enclosures  must  be  cleaned  and  sanitij-ed  prior  to  ar>olher  animaJ  using  the  enclosure 

- The  room  used  to  hokJ  two  fennec  foKes  was  used  to  house  iwo  lemurs  on  lhe  last  inspection  The  floors  were 
cited  an  ihal  inspeatian  urrder  seolian  3.75a,  as  a repeal  becauBe  Iha  Flcars,  could  nat  be  property  cteanod  and 
sanitized.  The  enctosurs  should  have  been  sanitized  pnor  lo  placement  of  lhe  Fennec  Fo^es  in  the  enclosure  and  is 
therelore  handled  aa  a repeat  violation  under  3.l3lb. 
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3,132  REPEAT 

EMPLOYEES 

Section  S-ISE  - Employees.  A sufliaeot  numtjer  of  adequately  trained  employees  shall  be  utilijet)  lo  maintain  the 
proFassionally  acceptable  level  el  huabandry  practical  aet  lorth  in  Lhia  adb^art.  Such  practical  aball  be  urider  a 
stipervisoi  who  has  a backqiound  in  animal  care 

' The  continued  numbef  of  citations  fw  repairs,  cleaning  and  storing  o1  food  indicalas  lhal  there  are  not  ertough 
people  on  siafl  to  feed,  dean  and  maintain  the  husband^  pracHces  that  a taoility  of  this  size  reijuires-  This  NCI  bas 
been  idenlilied  on  ihe  last  Iwo  inapecliong  and  continues  lo  be  a problem. 


Prepared  By: 

MANCY  ELLIFRrr,  D.V  M.  USDA,  APHIS,  Animal  Care  Date: 

Title:  VETERINARY  MEDICAL  OFFICER  Inspector  4006  Atig-1£-£Cl09 


(b)(e),  (b)(7)(c) 


Title; 


Page  i 5 


Date: 

Atig-1£-£fl0^ 


